Triple Dipper 


370-mile fence proposed 
by Military Industrial 
Congressional Bund. 


State of Art in terms of 
sensors, cameras, etc. 


Such a fence! 3-Liner! 
where some scraggly 
Singles already stood 


to flank scratch-ass 
poverty on both sides. 


So, living there, what 
difference which dis- 
grace you represent? 


